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REGISTERED TRADEMARK - DPMA (Germany) 


210 Serial number 


220 Application date 


555828 January 16, 1993 

111 Registration number 450 Publication date 
2055259 March 15, 1994 

551 Kind of mark 151 Registration date 
Individual January 27, 1994 

550 Type of mark 180 Expiry date 
Figurative January 31, 2033 

511 Nice classification - NCL 

9 

540 Reproduction of the mark 


NAMES AND ADDRESSES 


730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 740 NAME AND ADDRESS OF THE REPRESENTATIVE 


Name - Name 
SunChrom Wissenschaftliche Geräte GmbH Boult Wade Tennant LLP 
Address Address 


61381 Friedrichsdorf 68311 Frankfurt 


Country Country 


Germany Germany 


750 ADDRESS FOR CORRESPONDENCE 


- Address 

Boult Wade Tennant LLP 
Neue Mainzer Str. 
66-68, 

68311 Frankfurt 


CLASSIFICATION 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO 


9 


Wissenschaftliche Apparate und Instrumente als Laborgeräte + Analysegeräte für nichtmedizinische Zwecke + chromatographische Geräte 


531 INTERNATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS OF MARKS (VIENNA CLASSIFICATION)- VCL 
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WORLD 
INTELLECTUAL PROPERTY 
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26.02.03 
Sectors of circles or ellipses (except 
29.01.01 
Red, pink, orange 
29.01.02 
Yellow, gold 
29.01.03 
Green 
29.01.04 
Blue 


IP OFFICE - DPMA (Germany) 


FR Deutsches 
T Patent- und Markenamt 


Official status 
Registered 

Status date 
March 16, 2023 

Country of filing 
Germany 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information. 


FURTHER INFORMATION 


270 Application language 
de 
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